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NSA review completed 


NATIONAL SECURITY AGENCY 
Fort George Go Meade, Maryland 


NSA CIRCULAR 

NUMBER 60-1 (C) (Change 2) 5 October 1971 

CENTRALIZED PROCUREMENT OF CRYPTOLOGIC EQUIPMENT (U) 

1. NSA Circular Number 60-1 (C) , dated 22 April 1971, is 
changed as follows: 


a. Remove pages 7 and 8 of Annex C and insert the 
attached page 7 (unchanged) and the revised page 8. 

b. Make the following pen and ink changes : 

(1) Annex C, page 5, paragraph 16c., line 2, insert 
after "NSA" the parenthetical note "(Attn: L41 for SIGINT, S05 
for COMSEC requirements)." 


(2) Annex C, page 7, paragraph 16n. , insert after 
"NSA" the parenthetical note " (L41 for SIGINT, S05 for COMSEC 
requirements) . " 

2. The revision to page 8, subparagraph p. , Notification 
Acceptance , as well as the pen and ink changes to Annex C, 

are made to specifically point out that I&L (L41) and ADC (S05) 
are the NSA activities which are responsible for the acceptance 
and administration of SIGINT and COMSEC orders (MIPRs), respectively. 

3. This Change may be declassified upon removal of the 
inclosure. 
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NATIONAL SECURITY AGENCY 
Fort George G. Meade, Maryland 
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NS A CIRCULAR 

NUMBER 60-1 (C) (Change 1) 


1 June 1971 

CENTRALIZED PROCUREMENT OF CRYPTOLOGIC EQUIPMENT (U) 


1. NSA Circular Number 60-l(C), dated 22 April 1971, 
is changed as follows: 

\ /Remove pages 3 and 4 and insert the revised page 3 
whiclV reflects the deletion of subparagraph 8h and the addi- 
tion ox subparagraph 9c in Section VI. Page 4 is backup and 
was not changed. 

2. This Change may be declassified upon removal of the 
inclosure . 
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THOMAS B. WOOD 
Brigadier General, USAF 
Chief of Installations and Logistics 
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